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ACTION EUR- 12 

INFO OCT-01 ISO-OO CIAE-00 PM-03 INR-07 L-02 ACDA-05 

NSAE-00 PA-01 PRS-01 SP-02 USIA-06 TRSE-00 SAJ-01 

EB-07 COME-OO /048 W 
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R 241515Z MAR 75 
FM USMISSION NATO 
TO SECSTATE WASHDC 796 
SECDEF WASHDC 

CONFIDENTIAL USNATO 1616 

E.O. 11652: GDS 
TAGS: MARR, US, NATO 

SUBJ: CEP: GAO REQUEST FOR DOCUMENTS - "SURVEY OF LINES OF 
COMMUNICATION (LOC) IN A CONTINGENCY " - CODE 943416 

1. GAO PERSONNEL VISITING USNATO IN CONNECTION WITH THE ABOVE 
SUBJECT, REQUEST THE RELEASE OF THE FOLLOWING DOCUMENTS TO 
MR. H.W. CONNORS, ASSOCIATE DIRECTOR, LOGCOM/DM, 441 G ST„ 
WASHINGTON, D.C. 

USNATO 5604, DTG 101555Z OCT 74 
USNATO 1 192, DTG 051240Z MAR 75 
USNATO 1283, DTG 071735Z MAR 75 

IN ADDITION TO THE ABOVE USNATO MESSAGES, GAO PERSONNEL REQUEST 
RELEASE OF REPORT OF INDUSTRIAL PLANNING COMMITTEE ADHOC 
STUDY GROUP ON CIVIL/MILITARY COOPERATION - LEAD TIME STUDY 
ON AMMUNITION - MEETING OF 28-29 MAY 1974 -DISTRIBUTED VIA 
NATO-WIDE MESSAGE, EXCEP/74/277, DTG 311440Z MAY 1974, 

ADDRESSED TO WASHINGTON, DEPARTMENT OF COMMERCE, INDUSTRIAL 
MOBILIZATION, ATTN: A.A. BERTSCH: AND U.S. PLANNING 
BOARD FOR EUROPEAN INLAND SURFACE TRANSPORT (PBEIST) 

REP'S MEMO FOR THE CHAIRMAN PBEIST, - SUBJECT: 

CIVIL SUPPORT TO MILITARY PREPAREDNESS IN NATO, DATED 
APRIL 11, 1974 (SECRET). 

2. PLEASE ADVISE WHEN AND IF MATERIAL RELEASED TO MR. 
CONFIDENTIAL 
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